To:  Merritt,  Steven[Merritt.Steven@epa.gov];  Way,  Steven[way. steven@epa.gov];  Williams, 

Laura[williams. Iaura@epa.gov];  Martinek,  Jeanne[Martinek. Jeanne@epa.gov] 

From:  Nakatsu,  Jason 

Sent:  Wed  8/26/2015  6:37:34  PM 

Subject:  RE:  Ford  Expedition-  deer  impact  8/25/15  2010  hr 

EPA-OSHA  301.pdf 


Steve, 

I sent  this  to  Laura  and  Way  this  morning  but  I need  the  OSHA  301  which  is  very  basic  as  well.  I haven't 
heard  from  Laura  or  Steve  since  then  but  if  this  is  something  you  can  do  to  help  that  would  be  great  as  I 
don’t  have  some  of  the  details  such  as  time  of  incident,  start  of  work  etc.  etc. 

— Original  Message — 

From:  Merritt,  Steven 

Sent:  Wednesday,  August  26,  2015  12:31  PM 
To:  Way,  Steven;  Williams,  Laura;  Martinek,  Jeanne 
Cc:  Nakatsu,  Jason 

Subject:  FW:  Ford  Expedition-  deer  impact  8/25/15  2010  hr 

Partially  completed  draft  accident  form  for  OSC  Steve  Way  based  upon  interview  and  fact  gathering. 
Please  feel  free  to  tweak  and/or  adjust  before  adding  your  signatures. 

Mr.  Way  had  a kamikaze  deer  attack  his  GOV  Expedition  last  night  near  Molas  Pass,  while  he  was 
enroute  from  the  Gold  King  Mine  to  his  hotel.  Besides  damage  to  the  body  of  the  vehicle  and  the  deer 
fatality,  there  was  no  other  property  damage  or  injury  associated  with  this  incident. 

Let  me  know  if  there  are  other  ways  I can  assist  with  the  paperwork  burden  here  for  Steve. 

Steven  B.  Merritt,  CIH 

Industrial  Hygienist  / Federal  On-Scene  Coordinator  U.S.  Environmental  Protection  Agency  Region  8 
1595  Wynkoop  ST  (8EPR-ER) 

Denver,  CO  80202-1129 
303-312-6146 -Work 
303-775-7226  - Mobile 
303-312-7203 -Fax 
Merritt.Steven@epa.gov 


— Original  Message — 

From:  Way,  Steven 

Sent:  Wednesday,  August  26,  2015  9:57  AM 
To:  Merritt,  Steven 

Subject:  Ford  Expedition-  deer  impact  8/25/15  2010  hr 

Approximately  1 mile  south  Molas  Pass  on  the  route  from  office  in  Silverton  to  Cascade  Village  room. 
Deer  running  from  right  into  front  quarter  panel.  Light  assembly  is  damaged. 
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